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ie An abbreviated version of this protocol was published in Science Advances in Sep 2020 
PhenoChip: A single-cell phenomic platform for high-throughput photophysiological analyses of microalgae 


DOI: 10.1126/sciadv.abb2754 


Detailed protocol 


Dear Cheong, 

Please find attached the compressed AutoCAD file of PhenoChip. 
Best 

Lars 


Related files 
{| PhenoChip.7z ® 


How to cite: (Readers should cite both the Bio-protocol preprint and the original research article where this protocol was used) 
1. Behrendt, L. and Stocker, R. (2021). Microfluidic device construction. Bio-protocol Preprint. bio-protocol.org/prep1367. 


2. Behrendt, L., Salek, M. M., Trampe, E. L., Fernez, V. I., Lee, K. S., Kiihl, M. and Stocker, R.(2020). PhenoChip: A single-cell phenomic platform 
for high-throughput photophysiological analyses of microalgae . Science Advances 6(36). DOI: 10.1126/sciadv.abb2754 


Copyright: Content may be subjected to copyright. 


